Chief of Police 24-Hour Occurrence Log 
By Force Investigation Division 





Area: Type of Incident: 
Hollywood Non-Tactical Unintentional Discharge 


Date and Time of Occurrence | Location: 

January 12, 2020,2205 Hrs. | 1358 N. Wilcox Avenue (Hollywood Station l i 
| Suspect NWA OB O 
|Description: NAA OB y y O 
| Charge: NA OSB S O 
Booking No: NAA OB 
| Homeless: NACA OB 
FID No: _F004-20 


On Sunday, January 12, 2020, at approximately 2205 hours, an on-duty supervisor assigned to Pacific Area Vice was 
working a Human Trafficking Task Force in Hollywood Area. While in the restroom at Hollywood station, the 
supervisor dropped his handgun. When he picked up his handgun, the weapon inadvertently fired (Non-Tactical 
Unintentional Discharge). The round penetrated the ceiling of the restroom and was not recovered. 

The incident resulted in no injuries. 


Force Investigation Division responded and is handling the administrative portion of the incident. 


THIS INFORMATION NOT FOR DISSEMINATION TO THE MEDIA 


. Staff Officer(s) Present: None 

Senior Officer(s) Present: N/A 

Officer-in-Charge: Detective HI Peter Stone, FID 
First Supervisor Arrival: Lieutenant IT] Scott Murray 
First FID Personnel Arrival: Detective II H. Gahry 

Unit Handling Criminal Inv: N/A 

District Attorney Response: No (X) Yes { } DDA: 


Inspector General Response: No (X) Yes ( } Special Investigator: 





